LIGHT DUTY PARTS LIST 


SF PART NO DESCRIPTION PRICE 
3PANEL74-B, D, E 74" Replacement Panel- Designer, Excel, B-Colors 


9MTH-A Channel-Plain [Bottom] 
3MTH-B-D Complete Assembly - Leg 3 1/2” From End 
3MTH-B-F Complete Assembly - Leg In Middle 
GL Multi-Unit Connector 
PL1 Panelock 


SCAST-2"-T 2” Threaded Caster 


9SCAST-2"-WB 2” Threaded Caster Locking Brake 
SHINGE-AL74 74" Aluminum Continuous Hinge 


3PCH Position Controller (Located Above Hinge) 
PLAS-PLUG-SQ-B Endframe Square Plug 


9PLAS-A Channel - Plain [Top] 


3MTH-BSL-FR67 End Frame $130.00 
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60 [channel] 30 [hinge] 51 [pch] 


all panels 28 [panelock] 








27 [Multi-Unit 


Connector] 
if equipped 


70 [end frame] ——> 


7 [panel] 


END FRAME CASTERS 
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52 [end cap] —> 


42 [2” threaded caster] —» 


